
TWENTY FOUR HOURS® PILOT MR PARKS® TAKE-OFF WAS IN AB WITH WATER* 

eg ms AT 22 o 9 PERCENT MAC® a IMS PATH STARTED 

✓ 

FEET MSL THE BRAS CHUTE INADVERT ENLY DEPLOYED® 
CAUSE IS UNDETERMINED AT THE MONMENT* ALTHOUGH A BROKEN CHUTE DOOR 
LATCH MAY BE THE CAUSE® NO DAMAGE WAS DONE TO THE AIRFRAME AS THE 
CHUTE SEPARATED FROM ITS ATTACHMENT As XT IS DESIGNED TO DO WHEN 
DEPLOYMENT HAS NOT BEEN SELECTED BY THE PILOT BUT HAS OCCURRED 
INADVERTENTLY 9 DUE TO THE CHUTE DOORS KING OPEN* THE HIGH SPEED 
PORTION OF THE FLIGHT WAS SCRUBBED AND EAS HELD TO 30® KNOTS © AUTO- 
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LOW SPEEDS WITH CG AFT AT 2S PERCENT MAC WERE MADE WITH DAMPERS OFF* 
PILOT REPORTED REACTIONS VERY GOOD* OTHER LOW ALTITUDE ITEMS WERE 
DELETED DUE TO ROUGH AIR AND FUEL WAS DUMPED TO LIGHTEN FOR LANDING* 
JUST PRIOR TO ENTERING TRAFFIC PATTERN* PILOT TRANSFERRED FUEL BETWEEN 
TANKS FOR THE FIRST TIME SINCE FLIGHT TEST BEGAN* SYSTEM OPERATED NOR- 
MALLY* LANDING WAS MADE WITHOUT DRAG CHUTE TO 

> ROLLING OUT PARALLEL TO EXTENSION OF 
RUNWAY* TAXIED BACK ONTO RUNWAY f ffO HANGAR * PLANS FOR FRIDAY 






